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PASS TO AID/PHA/POP/LA 

E.O. 11652: N/A 
TAGS: SPOP, MX 

SUBJECT: VSC PROCEDURES AT HOSPITAL DR. IGNACIO 
MORONES PRIETO IN MONTERREY 

1 . POPOFF HAS JUST BEEN INFORMED BY HOSPITAL DIRECTOR 
DR. ARGELIO SANTOS THAT AVERAGE 15-18 VSC PROCEDURES 
CARRIED OUT THERE PER DAY. 

2. DR. SANTOS HAS REQUESTED TWO MINI-LAP YOON RING 
PISTOLS FROM PIEGO FOR TWO NEW SUB-CLINICS. EXPECT 
TO DO 20-25 PROCEDURES PER DAY. THOMPSON 
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